CHARLESTOWN FERRY (Fa) 


Regular Weekday Service 
Schedule 


Effective June 22, 2020 


Monday to Friday To Boston 


Charlestown Boston 
Navy Yard Pier 4 Long Wharf 
6:45 AM 6:55 AM 
Every 15 minutes from 6:45 AM to 9:15 AM 
9:15 AM 9:25 AM 
Every 30 minutes from 9:15 AM to 3:45 PM 
3:45 PM 3:55 PM 
Every 15 minutes from 3:45 PM to 6:45 PM 
6:45 PM 6:55 PM 


Every 30 minutes from 6:45 PM to 8:15 PM 


Monday to Friday From Boston 


Boston Charlestown 
Long Wharf Navy Yard Pier 4 
6:30 AM 6:40 AM 

Every 15 minutes from 6:30 AM to 9 AM 
9:00 AM 9:10 AM 

Every 30 minutes from 9 AM to 3:30 PM 
3:30 PM 3:40 PM 

Every 15 minutes from 3:30 PM to 6:30 PM 

6:30 PM 6:40 PM 


Every 30 minutes from 6:30 PM to 8 PM 


Operated by 


BOSTON HARBOR CHUTES 


